J9uuro 9l ic 
Iraq Mosafer 


Name: 
Age: 


Gender: 


34-3505036442 


OTWORI NAOMI KEMUNTO 


OTWORI NAOMI KEMUNTO Date of Birth: 


24 


Passport No.: 


Female Phone No.: 


Ministry Of Health / Enviroment 
Department of Popular Medical Clincs 


Dubai medical lab 


Certified by the Ministry of Health 


Health Certificate 
Novel Coronavirus test 2019 


request to whom it may concern and MOH is not responsi- 
ble for any consequences resulting from this 


Nationality — áuuiall 
KENYAN / 5 


Registration No.  ]juuluuill aj 
34-3505036442 


Date of report äi jI3l àj 
Tus, Jan 03, 2023 20:29 PM 


A negative result does not mean not suffering from 
Covid-19 disease or it's consequence, while a positive 
result means effective infection with the disease and 
infecting with the emerging 


SWAB test (Sars-Cov2) 


We certify that a swab from this person 
is tested for Covid-19 by (Real time-PCR & IGM Test) 


Result interpretation is 


öll àjogo» 
iul g àanll öjljg 


yanii bl (,)3 pio 
&nll öjljg o 3oizo 


änn ó5lgxj 
23iuxoll ligjg5 uugpló äawo yaad) 


äygĝuo «sl 993 , på ådl duc) ole cli óalgiiill oàa aio ai aàl 
áailall àgall go 


Full Name gobi owl 
OTWORI NAOMI KEMUTO 


Gender-Age  josll- uill 
Femaleale -24 24- Ji 


Passport / ID No.  àiàjjsill äölbvdl / jlg3Jl aö; 
AK0475481 


aióloc ol 19 21695 (ja) äloll oc oisi J ädJLl às iill 
&jloullg poll állsJI äloll pixi ài39oJl às4iil Laiy 


«yall ájlille äybll állall bu] ci) aaiuiall UgjoS uugplàr 


Pl ol áx.uoll aab 2o 


(Sars-Cov2) áo.u1o pa2b 


Po ana ai 38 ollel yo3aull gi 358i 
(Real time-PCR & IGM Test) ààjJb; (SARS-COV2) 
JÜ äawoll ujgbg 


No 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen, and the 
concertration was lower than the sensitivity of the kit 


Director Authorization 


j&xuI jèl à15jg diw oliwl y 07880141784 Jlgo 5j ole Joi juis 
à3jUbJI wbi culeljo go ácb 24 ge zj U Los ásuiill alwi aig ggu ll lao (lcg áclu 24 äoa5 


1998 12 06 
AK0478481 
07813147754 


